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1. The attached project outilat U pmeaUd to 


for the period 1 October 1952 to 30 September 1953. Note that 
the aims of the project have been changed (see para 3*) The 
estimated cost has been considerably reduced (see para 11.) 

The approved project outline to 30 September 1952 is al^v attached. 
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